To: Griswold, Hays[Griswold. Hays@epa.gov] 

From: 

Sent: Sun 8/9/2015 10:42:19 PM 

Subject: Fwd: Gold King Spill 

fyi. Not sure if you know me. I retired from BLM a few years back and was an 
abandoned mine cleanup advisor for BLM out of our National Operations Center at the 
Federal Center. Let me know if you want more information. I really think he could help. 

Karl Ford 


— Original Message — 

From: , <earthford@aol.com> 

To: russell. carol <russell.carol@epa.gov> 

Cc: tsukamoto.tim <tsukamoto.tim@gmail.com> 

Sent: Sun, Aug 9, 2015 4:34 pm 
Subject: Gold King Spill 

Hi Carol, 

Not sure if you will see this, but TimTsukamoto did a treatability test for us on the 
American Tunnel discharge and his equipment could neutralize the Gold King discharge 
if EPA has a settling pond available. I would vouch for him if you need him. I could get 
you more info if you need it or you can contact him directly. 

Karl Ford 
303 - 956-9504 


1801185 


ED 000552B 00008274-00001 



